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BOARD OF EXAMINERS IN OPTOMETRY, 
January Ist, 1907. 


H.. Hagerman, Governor, Santa Fe, New Mexico: 


Sir: I have the honor to herewith hand you report of the 
business of this board for the past two years or since its 
existence. 

The law authorizing the formation of this board and to 

carry outits provisions was passed by the legislature and 
approved by the Governor March 16th, 1905. On March 28rd, 
1905, the Governor appointed S. T. Vann of Albuquerque, N. 
M., W. R. Tipton, M. D, of Las Vegas, N. M., O. G. Myhre 
of Silver City. On April 17th, 1905, the newly appointed board 
met at Albuquerque, N. M., and elected the following officers: 
S. T. Vann, President; W. R. Tipton, Vice-President; O. G. 
Myhre, Secretary and Treasurer. 
- At the time of enactment of this law there were twenty-five 
men practing optometry who made applications for registra- 
tion under section 6, who were duly registered as Registered 
Optometrists. Since that time four successful applicants 
have passed the examinations and have been registered. 

The effect of the law has been very beneficial both to the 
public and to the optometrists themselves, for the reason that 
each man so registered has taken more pridein his profession 
and has tried to make himself all the more proficient in his 
profession, hence the public has been given better service. 

In the mind of the secretary the men operating now as 
optometrists are a very good set of men and as optometrists 
we believe they will rank with the best; it is also’ believed 
that there are very few violations of the law at the present 
time in New Mexico. ‘ 

W. R. Tipton, M. D., found that he would be unable to. 
attend to the duties required of him as a member of this 
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board and sent his resignation to Governor Otero who ap- 
pointed Dr. Otto G. Bebber of Albuquerque, N. M., to fill 
such vacancy. The various members of the board have done a 
great deal of hard work to put the law in successful opera- 
tion. . 

Total amount of cash received to January ist, 1907. $ 257 00 


Total expenditures to January Ist, 1907........... 144 92 
Total cash on hand at this date....:......... $ 820 
Respectfully submitted, i 
O. G. MYHRE, -~ 


Secretary Board of Examiners in Optomtery. 
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